C 


CABINET TERMINAL BLOCK 


_—_eonr am a a ae a «a ane 


NOTE: db 
WIRING SHOWN IS FOR 

LAC CABINETS ONLY. 

CUSTOMER MUST DETERMINE PROPER 
CONNECTIONS IF MOO. KIT 18 USED 
IN OTHER APPLICATIONS. 
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POWER FACTOR CORRECTOR 
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ACTUAL WIRING DIAGRAM 
173705 moO. KIT 
TO ADD POWER FACTOR 
CORRECTION TO LAC 
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